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BILL NO. G-72-09-27 (Amended) 


GENERAL ORDINANCE NO. G- 



AN ORDINANCE pertaining to the inspection 
of service stations by the Fire Prevention 
Bureau. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
¥AYNE, INDIANA: 

SECTION 1. For the purpose of this Ordinance, the term ^ 

"service station" is defined as meaning an establishment which stores 
gasoline, oil and/or other petroleum products on the premises a nd 
which sells the same at retail for use in vehicles powered by 
internal combustion engines. 

SECTION 2. It shall be the duty of the Fire Prevention Bureau 
of the City of Fort ¥ayne to inspect each service station within the 
City limits of said City at least once every year to ensure that said 
station is in full compliance with the Fire Prevention Code of said 
City. 

SECTION 3. Upon such Inspection, the Fire Prevention Bureau 
shall issue a certificate of compliance to every service station 
which is found to be in full compliance xd.th the Fire Prevention 
Code. In the event a service station shall not be in full compliance 
with the Fire Prevention Code, the Fire Prevention Bureau shall 
leave a written statement at the service station describing the 
reasons why such station fails to comply -with the Fire Prevention 
Code. Thereafter the Fire Prevention Bureau shall relnspect such 
service station at bi-weekly Intervals until compliance is attained. 
There shall be a charge of #25.00 for each such reinspection after 
the first inspection. 

SECTION 4. This Ordinance shall be in full force and effect from 
and after passage, approval by the Mayor and lep-al -nTihlTfiatTnn 
thereof . 


Approved as to form 




Read t^e first time in full and on motion by 
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seconded by 


referred to the Committee on 


and duly adopted, read the second time by tifle and 
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legal 



f:i ty Plan, C ommission for recomme ndat4&H4’H^'aMd'~~RtIblic 
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CITY CLERK 

Read the third time in full an4 on motion by , ' 

seconded by and duly adopted, placed on its passage. 


P-afSSisd (LOST) by the following vote; 

AYES V , NAYS , 


ABSTAINED 


ABSENT tp-wit ; 



CITY CLERK PRESIDING OFFICER 

Presented b^ me to the Mayop of the Cj^ty of Wayne, Indiana^ an the day of 

, 19 '’jf 'a.t the hour of ^o^J^l^ock M. 5 E.S,.T. 


Approve4 and signed by me this/ 
et the hour of o’clock 
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Bill No. G-72-09-27 


REPORT OF THE GOMIITTEE ON REGULATIONS 

We 3 your Committee on Regulations to whom was referred an Ordinance 

pertaining to the insnection of service stations 

by the Fire Prevention Burean 
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BILL NO. G-72-09-^^ 

GENERAL ORDINANCE NO. G- 

AN ORDINANCE pertaining to the 
inspection of service stations 
by the Fire Prevention Bureau. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. For the purpose of this Ordinance, the term 
"service station" is defined as meaning an establishment which 
stores gasoline, oil and/or other petroleum products on the 
premises and which sells the same at retail for use in vehicles 
powered by internal combustion engines. 


SECTION 2. It shall be the duty of the Fire Prevention 
Bureau of the City of Fort Wayne to inspect each service station 
within the city limits of said City at least once every year to 
ensure that said station is in full compliance with the Fire 
Prevention Code of said City. 


SECTION 3. Upon such inspection, the Fire Prevention 
Bureau shall issue a certificate of compliance to every service 
station which is found to be in full compliance to ovc ' gy so - r^ - i - ^ 

full ' gemplia - H^« with the Fire 

Prevention Code. In the event a service station shall not be in 
full compliance with the Fire Prevention Code, the Fire Prevention 
Bureau shall leave a written statement at the service station 
describing the reasons why such station fails to comply with the 
Fire Prevention Code. Thereafter the Fire Prevention Bureau 
shall reinspect such service station at weekly intervals until 
compliance is attained. There shall be a charge of $25.00 for 
each such reinspection. 

SECTION 4. This Ordinance shall be in full force and 
effect from and after passage, approval by the Mayor and legal 
publication thereof. 
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i'BILL NO. G-72-09-,^’7 


GENERAL ORDINANCE NO. G- 


AN ORDINANCE pertaining to the 
inspection of service stations 
by the Fire Prevention Bureau. 


BE IT ORDAINED BY THE C0M40N COUNCIL OF THE CITY OF 
FORT WAYNE , INDIANA: 

SECTION 1. For the purpose of this Ordinance, the term 
"service station" is defined as meaning an establishment which 
stores gasoline, oil and/or other petroleum products on the 
premises and which sells the same at retail for use in vehicles 
powered by, internal combustion engines. 

SECTION 2. It shall be the duty of the Fire Prevention 
Bureau of the City of Fort Wayne to inspect each service station 
within the city limits of said City at least once every year to 
ensure that said station is in full compliance with the Fire 
Prevention Code of said City. 

SECTION 3. Upon such inspection, the Fire Prevention 
Bureau shall issue a certificate of compliance to every service 
station which is found to be in full compliance JiO-evexy-^sxirLce 
station v/hich is fou nd. t o--^bc-^rr-^rilX-CQii^iance - with the Fire 



Prevention Code. In the event a service station shall not be in 

compliance with the Fire Prevention Code, the Fire Prevention 
Bureau shall leave a written statement at tne service station 
describing the reasons why such station fails to comply with the 
"l^ire Prevention Code. T hereafter the Prevention Bureau 

shall reinspect such service^st^ion a^^ ^eekly intexvals until 
compliance is attained. There shall be a charge oj. $25.00 for 
each such re±nspection.c^^^>^<^t^ 

SECTION 4. This Ordinance shall be in full force and 
effect from and after passage, approval by the Mayor and legal 
publication thereof. 
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